United Stetes Depaitmsnt of Agriculture 
Animal and Plant Health Inspection Service 


tCOUBTB ISHT 


USDA 



(INSPECTION REPORT 


4538 custjd 
257214 inspjd 
6210 site id 


THE HUNTE CORPORATION 


121 N ROYHILL BLVD 
GOODMAN, MO 64843 


Customer ID: 4538 
Certificate: 43-B-01 23 

Site: 002 

HONEY DEW HOLDING FACILITY 

Inspection 

Type; ROUTINE INSPECTION 
Date: SEP-07-2005 


Inspection was conducted by 


(b)(6), (b)(7)c 


|and David Courtright - ACI. 


No non-compliant items identified this inspection. 
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Title: 
Received By; 



DAVID 

AMIMA 


A.C.I. . USDA, APHIS, Animal Care 

RPCrjfpR .Incncrtnr in- ACUIO 


Date; 

SEP-07-2005 


Title: 
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